The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



1/24/11 


Sulynn Walton 

Assistant District Attorney, Suffolk County 


Dear Ms. Walton, 

Enclosed is the information you requested in regards to Commonwealth vs.| 
^^^^^ncluded are copies of the following; 

1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for sample #'s| 

3. Analysis sheets with chemist's hand notations and test results. 

4. GC/Mass Spectral analytical data for sample #”£ 

GC/MS testing was performed by Annie Dookhan. All other analyses were performed by 
Kate Corbett. If you have any questions about these materials, please call me at the 
number below. 



Kate Corbett 


Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


cc: ASD, CBS 


Corbett email PRR 007251 




DRUG RECEIPT 


PAGE# 
DESTRUCTION # 



Dislrict/Unit 




Name & Rank of Arresting Officer , iti 
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"yj 



LAB USE ONLY 


DESCRIPTION OF ITEMS SUBMITTED 
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GROSS I 

QUANTITY I 
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GROSS 

WEIGHT 


ANALYSIS 
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! 
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I 

•4 


To be completed by ECU personnel only 
Name and Rank of Submitting Officer 
Received by__ _ 

BPD Form 0038-BfS.0907 iprev. 1753) 



_ 


_ ID# ../ io (^ y 

Date _ ^ 43 - -yi) 


ECU Control # 


Corbett email PRR 007252 
































Date Analyzed:cPv'2.3-tO 

City: Boston D.C.U. Police Dept. 

Officer: P.O. SYBIL WHITE 

Amount: Subst: SUB 


No, Cont; 1 Cont: pb 


Date Rec'd: 09/15/2010 
Gross Wt,: 2.35 

Prelim: i /7 (t 1.1 
\ \ ' 




No. Analyzed: 
Net Weight:! ' 


# Tests:.11 7^ 




iKiV 


Findings: Coeo..vjNO. 
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PRELIMfNARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) . 

Marquis 
Froehde's 


Mecke's 


























































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\09_22_10\744734.D 

ASD 

23 Sep 2010 4:17 

BLANK 

2 

DRUGS 

Chemstation 



Abundance 


TfiT:T44734.Ty 


1500p^ 


1000 ^ 


500' 



0 


!Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


744734.D Thu Jan 20 14:41:02 2011 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

K: \09__22__10\744735 .D 
ASD 

23 Sep 2010 4:29 

HEROIN STD 

35 

DRUGS 

Chemstation 


Abundance 
250000; 

i 200000 ; 

1500001 

1000001 i: j 

500001 Ij 

0 I r'r— 1 “''[ ''T''''!. "'j ■ i I ^ 5 r-i j !--i i —■, j—;—i—r“i—i— \ —i—i—;—i—i—i—i—i—.—i—^—r~^—i—i— i ’• ry'T', •' v —^^—i— 

Tfme-> 2.00 2,50 3.00 3.50 4.00 4,50__5.00 5.50 6.00 6.M 7.00 7.50 8.00 8.50 9,00 9,50 j 


TIC; 744735.Tr 

6186 


Ret. Time Area Area % Ratio % 


6.860 4605809 100.00 100.00 


744735.D 


Thu Jan 20 14:41:05 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

K:\09 22 10\744735.D 



Operator 

ASD 



Date Acquired 

23 Sep 2010 4:29 



Sample Name 

HEROIN STD 



Submitted by 




Vial Number 

35 



AcquisitionMeth 

DRUGS 



Integrator 

Chemstation 



Search Libraries: C:\DATABASE\SLI,L 

Minimum 

Quality; 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# RT 

Library/ID 

CASli 

Qual 


6.86 C:\DATABASE\SLI.L 
HEROIN 


000561-27-3 99 




80; 


60 


43 


Average of 6.'813Ib 6.'933 miri!;T44735.D (-) 


268 


327 


40: 


310 


369 1 


! 20 
! 



81 

t 

70 1 

94 

IIS 

146 
128 i 1 

181 

204 




1 



30 

59 

1 1 Or . 

1 

t i, 


,1, iJu ;Ui,ii 


1?3, i ij 

[ 226 238 

253 ! 

284 

i 

298 ,;| 


'mSz-> 

40 

T' i •i'"l ' ! 'T 

60 

8b^ 

100 

120 ’ ’ 140 

160 l80 

' 200 ' 

.7.1 '1 

210 240 

' ' 2b0 

280 

' 366^320^ 

34o 360 


Abundance 


80 


¥T: HEROIN 


43 


60 


40! 


20 


268 


327 


215 
204 ; 


310 


369 


59 


81 


70 i 


94 


115 146 


128 


i 174 


226 


0; 


ill 


193 


238 253 


284 


298 


341 


m/z-'> 


40 


744735 .D 


60 80 lOo' iio" 140 160 ' 18 O ' 200 2^0 2^0 260 ' ^0 300 320 340 sOo 

Thu Jan 20 14;41:05 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File; 



File Name 

K;\09 22 10\744736.D 


Operator 

ASD 



Date Acquired 

23 Sep 2010 

4:42 


Sample Name 
Submitted by 

BLANK 



Vial Number 

2 



AcquisitionMeth 

DRUGS 



Integrator 

Chemstation 







Abundance 


TrC:T44r36.0 .. 


2000 



‘ 

1500! |,j 







500 i 

oU-,-., , ,, ,, 

itme-> 2.00 2.50 3.00 



1 

3.50 ' 4.66 4.50 

5.00 ' 5.50 ' 6.0O ' 6.50 7.00 7.66 ' ‘ 8.6o ' 

8.50 Q.bo 9.50 1 


Ret. Time 

Area 

Area % Ratio % 



***N0 INTEGRATED PEAKS*** 


744736.D 


Thu Jan 20 14:41:08 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K;\09_22_10\744737.D 
ASD 

23 Sep 2010 4:54 

COCAINE STD 

37 

DRUGS 

Chemstation 


iAbundance 


TIC:74473770“ 


800000 

4 

87 

1 

600000i 




400000. 


200000 .' 




Time-> £50 ' 3 ]d0 3,50 4.00 4.^0 5.6o 5.5o" 6.00 6.50 7.00 7.50 ’ 8,00 8.50 9,00 9,50 


Ret. Time 

Area 

Area % 

Ratio % 

4.869 

8725819' 

100.00 

100.00 


744737.D 


Thu Jan 20 14:41:12 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 



File Name 

K:\09 22 10\744737.D 



Operator 

ASD 



Date Acquired 

23 Sep 2010 4:54 



Sample Name 

COCAINE STD 



Submitted by 




Vial Number 

37 



AcquisitionMeth 

DRUGS 



Integrator 

Chemstation 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C;\DATABASE\NIST98.L 



PK# RT 

Library/ID 

CAS# 

Qual 


1 4.87 C;\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


ISLundafice .. ....... Average of 4.'837 to 4'945 riiih.: 74473710" (-) 

82 


80: 

60 

I 40j 

20i 

i 

; O': 

m/z-> 

Abundance 

i 

80i 

I ; 

! i 

60: 


182 


94 


105 

! 


42 

51 

29 ; |! ^ : ,J 

'so '40 50 


i ii 


68 


122 


135 


152 


166 


198 


214 


244 259 


272 


303 


60 '70 sO 90 160 110 lio 130 ‘l40 150 '16O itO I80 l90 200 210 220 2io 240 250 260 2io 2^0 290 360 


82 


lf2grCOCA1NE 


182 


40: 


20 ; 


94 


105 


42 


m/z-> 


68 : Mi i :)52 272 : 

. ir , ;M:U: , ....L., _ ^.,.214 .244 ,, 259 t....^ : 

30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 2i0 22o 230 240 250 2^0 270 280 20o 30o : 


744737 . D 


Thu Jan 20 14:41:13 2011 


Page 2 


Corbett email PRR 007261 
























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

K:\09_22_10\744738.D 

ASD 

23 Sep 2010 5:06 

BLANK 
KAC 
2 

DRUGS 

Chemstation 


Abundance 
: 20001 


TIC; 74473870“. 



Oi 


lTime-> 2.00 2.50 3.bo 3.50 4.00 4.50 5.00 ' 5.50 6.00 6.50' 7.0O 7.50 8.00 8.50 9.bo 9.50' 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


744738,D 


Thu Jan 20 14:41:16 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K: \ 09__2 2_10\744746 .D 
ASD 

23 Sep 2010 6:46 

BLANK 
KAC 
2 

DRUGS 

Chemstation 


. 

.! 

30001! 


TIC: 744746U 



1000 

500; 

hrime-> 2.00 2.50 3.00 3.50 4.bo 4.50 5.00 5.50 ' 6.00 6.50 7.00’" '7.50 8.6o ' 8.50 9.b0 O.bo 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


744746.D Thu Jan 20 14:41:24 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data Filei 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\09_22_10\744747.D 

ASD 

23 Sep 2010 6:58 


KAC 
47 

DRUGS 

Chemstation 


Abundance 
10000001 


TIC; 744747.0" 


6186 


8000001 
i 6000001 

400000! 
200000 ; 


3.50 


4.19 




!Tim8-> 2.00 2.5o"’' 3 . 00 ' 3.50 ' 4.6o 4 . 60 ' ' 5.6o ’ 5.50 ' 6.00 ' 6.50 7.00 7^0 8.00 8.50 9.00 9.50 ’ 


Ret. Time 


Area Area % Ratio % 


3.498 
4.188 
6.862 


2273846 

1340406 

17588031 


10.72 12.93 

6.32 7.62 

82.95 100.00 


744747.D Thu Jan 20 14:41:27 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\09_22_10\744747.D 

ASD 

23 Sep 2010 6:58 


KAC 
47 

DRUGS 

Chemstation 


Search 

Libraries: C:\DATABASE\SLI.L 

C;\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


1 3.50 C:\DATABASE\PMW_TOX2.L 

Caffeine 000058-08-2 90 
Mescaline AC 000000-00-0 4 
Proxyphylline 000603-00-9 4 


Abundance 


80 ’ 


Average of 3.4B6 to 3.544 min.: 7447^7 ;d (-) 


194 


60; 


109 


40; 


20 ; 


28 


42 


67 


55 


30 '4b 50 'Vo 70 so’ 90 160' 110 1^0 lb6"l4b 150 160 ' 170 ' 180 iVo 200 


82 


94 


103 ,i' 122 


136 


149 


165 


179 


...li. 


207 I 


;m/z-> 


Abundance 


"Caffeine 


P821 


194 


80 j 


60 


55 

I 


109 


40 ; 


20 


67 


82 


94 


137 

ii. 


165 


m/z-> 


30 4'0 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


744747.D 


Thu Jan 20 14:41:27 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\09_22_10\744747.D 

ASD 

23 Sep 2010 6:58 


KAC 
47 

DRUGS 

Chemstation 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C;\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

o o 
cn <Ti 

PK# 

RT Library/ID 

CAS# 

Qual 


2 4.19 C;\DATABASE\NIST98.L 

Benzoic acid, 4-amino-, 2-(diethyla 000059-46-1 90 
Benzamide, 4-amino-N-[2-(diethylami 000051-06-9 78 
Benzamide, 4-amino-N-[2-(diethylami 000051-06-9 78 


Abundance 


Average of 4.149104^38 nr)in.:7'44747!D (-) 
86 


80 i 


60 : 


40 ^ 


20 ' 


120 


30 42 


51 


58 65 


ill 93 110 


137 


164 


207 


m/z-> 10 

20 

30' 

40 

50 

60 70 80 90 l60 110 l20 130 140 150 l60 170 

180 

190 

200 

Abundance 



. 

— 

¥116860; Benzoic acid, 4-amino-, 2-(diethy!amino)ellTyl esfef 









86 




80 









60 i 









40 














99 




20 i 





j 120 



J 


18 

30 

42 

52 

68 65 i 92 i j 

; 1 1 V ; L 1 1, 1 137 164 




ni/z-> 10 

20 

30 ' 

4'0 

i * 

50 

eb ' 70 80 90 100 li6 lio 130 140 150 l 80 170 

l8o 

190 

200 ' ’ ; 


744747.D Thu Jan 20 14:41:28 2011 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator ; 


K:\09_22_10\744747.D 
ASD 

23 Sep 2010 6:58 


KAC 

47 

DRUGS 

Cherastation 


Search Libraries: C:\DATABASE\SLI,L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality; 90 

G:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


3 6.86 C:\DATABASE\SLI.L 

HEROIN 


000561-27-3 99 


Abundance 


80; 


60 i 


40 


20 : 


43 


Average of'6'.808 fo’6.9'6'9 min.: 7447'47‘D' {-) 


204 


216 


81 


70 


94 


115 


146 


59 


128 


162 
:. 174 


: 30 i 


n\lz-> 
Abundance 

I 80 

60 


■ ' I , ■ I I ^ . ,. ; 


I 226 


3?7 


■M', I 


185 


268 

i 




f 

310 

i 1 

t 

i 

369 

i 

253 

284 

i 

j 

i 

1 

’j 

298 :l' 11 

. 3154 1 


"" 280^ 

3(!i0 320 ' 

340 360 


4:3 


W: HEROIN 


268 


327 


40i 


20 ; 


81 


fn/z-> 


744747.D 


59 

\ 

. h - 

’e'o''' ii 



215 
204 ; 


115 146 


128 


162 


174 


: 226 


310 


369 


Thu Jan 20 14:41:29 2011 


238 253 1 

,V 

284 

298 ; :i 

; i 

341 j:! 1 

240 260 

' 280 300 320 

340 360 ' i 
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Area Percent / Library Search Report 


Information from Data File: 




File Name 

K:\09 22 10\744748.D 




Operator 

ASD 




Date Acquired 

23 Sep 2010 7:10 




Sample Name 

BLANK 




Submitted by 

KAC 




Vial Number 

2 




AcquisitionMeth 

DRUGS 




Integrator 

Chemstation 









Abundance 

3500i 

TIC:744748.D “ 




! 3000.^ 

i 

h 



I 

; i 

2500! \| 

i 'v 

: 2000- 

^ '''ill , , 





o 

o 




j 

1 1000! 





5001 





0 ^.- - 





Time-? 2.00 2,50 3,00 

3,50 4,0O 4.50 ibo 5.bo 6,00 6.50 

7,00 ' 7.50 ’ ‘ 8.00 

8.50 ' 

9.6o ' 9,50 


Ret. Time 

Area Area % 

Ratio % 




***N0 INTEGRATED PEAKS*** 


744748.D 


Thu Jan 20 14:41:32 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample' Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\09_22_10\744749.D 

ASD 

23 Sep 2010 7:23 


KAC 

49 

DRUGS 

Chemstation 


Abundance 

6000000; 

5000000! 

4000000; 

3000000! 

I 2000000 

I 1000000j 

i j 

2.00' ' 2.50^3.00 


TIC: 744749.D 

4j88 

I 

! 


4.09 

i! ;! 

' 3.50 ' ' 4.00^ 4.b 5.00 5.50 ' 6.00 ' ' 6.50 7.00 7.b0 B.ho ' ' S.bO ' aOO 


i 


9. ^ 0 


Ret. Time 

Area 

Area % 

Ratio % 

4.094 

7545314 

9.17 

10.10 

4.879 

74721324 

90.83 

100.00 


744749.D Thu Jan 20 14:41:37 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\09_22_10\744749.D 

ASD 

23 Sep 2010 7:23 


KAC 

49 

DRUGS 

Chemstation 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality 

: 90 



C:\DATABASE\PMW TOX2.L 

Minimum Quality 

: 90 



C:\DATABASE\NIST98.L 



PK# 

RT 

Library/ID 

CAS# ( 

2ual 

1 

4.09 

C:\DATABASE\NIST98.L 





Imidazo[2,1-b]thiazole, 2,3,5, 

6-tet 006649-23-6 

98 



Imidazo[2,1-b]thiazole, 2,3,5, 

6-tet 006649-23-6 

98 



Imidazo[2,1-b]thiazole, 2,3,5, 

6-tet 006649-23-6 

98 


i4?untfance 


Average of 4.059 to 4.‘172 ffiiri.: 7'4474?.'D (-) 

148 


sol 


204 


60 


401 


20 { 


73 


28 


101 


121 


127 


0 ^, 








89 1 1 

39 

45 51 

63 

■81 

c IH 

, i • ; ' 1 ■ 


.Jii,95 .,'[|108j 

40 

5'o' 

60 70 


9b 100' lio 


135 142 1 157 

,,,,, , V 


176 

169 i 187 


Abundance 


#126360: Fmidazo[2,1-b]1fflazole, 2,3,5,6-tetrafiy(lro-6-phenyl- 

204 

148 \ 

80 




I 

60 




i 

1 

40 



101 

! ■ 
j 




73 


20 



i 121127 

1 

0 

45 51 

63 

89 i , II 

• ; . i79 j 95 lii' 108114;. i J35i4i^ 

i 176 I 

I; 154160 169 ^ i . W . 


m/Z"> 


30 40 50 60 


744749-D 


Thu Jan 20 14:41:37 2011 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

K:\09 22 10\744749.D 



Operator 

ASD 



Date Acquired 

23 Sen 2010 7:23 



Sample Name 




Submitted by 

KAC 



Vial Number 

49 



AcquisitionMeth 

DRUGS 



Integrator 

Chemstation 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# RT 

Library/ID 

CAS# 

Qual 


2 4.88 C;\DATABASE\SLI.L 

COCAINE 000050-36-2 99 


Abundance 


80 i 


60 i 


Average or4.”837 to 4.'987 min.r7447'49'.I)'(-) 
1?2 


82 


; 40I 

m 

ol 

'm/z-> 

Abundance 


42 

i 51 

39 . 

30 40'"56 


67 I 

e'o 70 'so 


94 


105 




122 

i 135 


198 


152 166 


272 


208 222 244 258 


303 


288 !i 


OO 100 '110 ’120 130 140 150 l3o 170 180 190 2OO 210 220 230 240 25^230 270 28 0 290 30O 


82 


#29: COCAFNE 


80 j 


60; 


40! 


20 ; 


0!. 


42 


51 


68 


94 


105 


122 


182 


135 166 


198 


272 


303 


._J.214 244 ^ 259 ^ ; . . 

m/z-> “ 30 40 50 6b 70 80 90 100 110 120 130 140 160 160 170 180 190 20O 210 2^0 ^30 240 250 260 2t0 280 290 300 


744749.D 


Thu Jan 20 14:41:38 2011 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K: \ 09___2 2__10\744750 .D 
ASD 

23 Sep 2010 7:35 

BLANK 
KAC 
1 

DRUGS 

Chemstation 



500! 


0 ! 


iime-> 2,00 ' ' 2.50 3.(30 ' 3.50 ' 4,00 ' 4.50 ' 5.00 5.50 ' ' 6.00 6.50 ' 7,00 ' 7.50 8.00 8.50 9.00 9.bo 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


744750.D Thu Jan 20 14:41:40 2011 
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Corbett email PRR 007272 








Area Percent / Library Search Report 


Information from 
File Name 
Operator : 

Date Acquired : 

Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator ; 


Data File: 

K:\09_22_10\744753.D 

ASD 

23 Sep 2010 8:12 

BLANK 
KAC 
1 

DRUGS 

Chemstation 


Abundance 


rrc: 744753.ir 


3000: 


2500: 






2000 i 
1500 








1000j 
5001 


0 


,Time-> ioo 2.50. _3.6o sio 4.00 4,feo 's.Oo’ 5.60 6.00 6.50 ' 7.00 ' ' 7 .^ 6 ' 8.66 8.50 9^ 


Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


744753.D 


Thu Jan 20 14:41:49 2011 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : K:\09_22_10\744754.D 

Operator : ASD 

Date Acquired : 23 Sep 2010 8:25 

Sample Name : HEROIN STD 

Submitted by : KAC 

Vial Number : 35 

AcquisitionMeth; DRUGS 

Integrator ; Chemstation 
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Area Percent / Library Search Report 


Information from Data File; 

File Name ; K:\09_22_10\744754.D 

Operator : ASD 

Date Acquired : 23 Sep 2010 8:25 

Sample Name : HEROIN STD 

Submitted by : KAC 

Vial Number ; 35 

AcquisitionMeth; DRUGS 

Integrator ; Chemstation 


Search Libraries: C;\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 6.86 C:\DATABASE\SLI.L 

HEROIN 000561-27-3 99 





































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\09_22_10\744755.D 
ASD 

23 Sep 2010 8:37 

BLANK 
KAC 
1 

DRUGS 

Chemstation 


Abundance 


TIC: 744755.0 



Ret. Time 


Area Area % Ratio % 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K: \09_22__10\ 
ASD 

23 Sep 2010 
COCAINE STD 
KAC 
37 

DRUGS 

Chemstation 


744756.D 
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Area Percent / Library Search Report 


Information from Data File; 



File Name 

K:\09 22 10\744756.D 



Operator 

ASD 



Date Acquired 

23 Sep 2010 8:50 



Sample Name 

COCAINE STD 



Submitted by 

KAC 



Vial Number 

37 



AcquisitionMeth 

DRUGS 



Integrator 

Chemstation 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum 

Quality; 90 

PK# RT 

Library/ID 

CAS# 

Qual 


1 4.87 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 
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Area Percent / Library Search Report 


Information from Data File: 




File Name 

K:\09 22 10\744757.D 



Operator 

ASD 




Date Acquired 

23 Sep 2010 

9 : 02 



Sample Name 

BLANK 




Submitted by 

KAC 




Vial Number 

1 
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DRUGS 




Integrator 

Chemstation 
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